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MEMORANDUM FOR: Contracts Division/OSA-DD/R 
SUBIECT : Procurement of Chemical Mix Unita 


lL. It is requested that your office initiate necessary 
action to procure from Zastman Kodak, 4 each Chemical Mix Units, 
80 liters, including Filter Pump, Flowmeter a Eg- 
timated unit cost is $2,000 as quoted by of Eastman 
Kodak with a 45 to 60 day lead time. Tota cost of procurement 
igs not to exceed $8,000. 

25X1A 


2. Funds were made available for this procurement on 
Activity Program OSA-~63~1, 


25X1A 
OSA-DD/R 


Concur Paragraph 2: 


25X1A HauRD 
Ra Oke ee ope 
cc: D/FA/OSA oer Beil 
Luly Gace ve 
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2 - D/FA/OSA 
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4 ~ Chrono 
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